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TITLE Data Tape Checking for Library Routines T-2 (135) and 

K-9 (190) 
TYPE Entire program 

DURATION 4sk milliseconds plus any stops for errors « 

s = sample size 

k = number of characters per row. 
METHOD OF USE Tapes are prepared as for K-2(l35) with a J added as 

the final character on the tape following the last N. 

The program is read In and the data tape is Inserted. 
Use the black switch to start and be certain the tape is clear $ as it reads In 
at maximum reader speed. 

If the number of variables in a row is different from 
the specification, the machine stops on FF. Instruct the operator to mark the 
tape at the point where it stopped and to use the white switch to resume reading. 
At the end of the tape the program punches three carriage returns , a five digit 
sexadecimal number representing the count of number of samples (if different from 
the specification) followed by two carriage returns. If the count of number of 
samples agrees with the specification nothing is punched on the output tape. 

Use of the white switch will prepare the routine for a 
second data tape. 

NOTES This routine counts the number of signs between 

terminating symbols and compares with the specification. It also counts the 
number of terminating symbols and compares with the specification. 
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